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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 053566 
ORIGIN ERDA-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 EB-08 /034 R 

DRAFTED BY ERDA:OIPI:EWA:PFRANK:BW 
APPROVED BY MPROCHNIK OES/NET 
ERD A: OIRDP: J V ANDERRYN 
EUR/RPE - A SENS 
EB/ORF/FSE - B RAMSAY 

10225 1Z 113802/66 

P 1021 12Z MAR 77 

FM SECSTATE WASHDC 

TO USMISSION OECD PARIS PRIORITY 

UNCLAS STATE 053566 

E.O. 11652: NA 

TAGS: TECH, ENRG, OECD 

SUBJECT: SOLAR HEATING AND COOLING EXECUTIVE COMMITTEE 
MEETING, MARCH 15, 1977 

REF OECD 06358 

1 . DR. FREDERICK MORSE, DIVISION OF SOLAR ENERGY, ERDA, 

WILL REPRESENT US AT INAUGURAL MEETING OF EXECUTIVE 
COMMITTEE FOR SOLAR HEATING AND COOLING. PLEASE SO 
INFORM BOXER. 

LATE NOTICE DUE TO FACT THAT TRAVEL FUNDS ONLY RECENTLY 
BECAME AVAILABLE FOR MORSE. 

2. US HAS NO OBJECTION TO CEC PARTICIPATION AS OBSERVER 
AT EXECUTIVE COMMITTEE MEETING. 

VANCE 

UNCLASSIFIED 
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